Cc:  Byron  Hartman[b. hartman@erllc.com] 

To:  Matt  Francisfm. francis@erllc.com] 

From:  Way,  Steven 

Sent:  Sat  10/11/2014  3:57:51  PM 

Subject:  Red  n Bonita  / Gold  King  - pipe  needs 

Matt,  give  some  thought  as  to  how  much  12"/dbl  walled  pipe  we  could  use  next  yr.  we  plan  to  trailer  it 
back  now.  My  first  thought  is  buried  on  top  of  the  dump  at  GK  to  convey  adit  flow  during  portal  work.  Not 
sure  about  R n B application. 

Currently  I have  told  them  to  bring  300  ft  of  the  700  ft  available.  That  could  go  to  Silverton  while  you  are 
there  if  part  the  Denver  crew  leaves  Tuesday  from  MT.  Otherwise  can  ER  store  it  in  Denver? 

If  Evan  needs  some  also  for  the  job  above  Boulder,  the  crew  can  bring  more  than  300  ft  back. 

Let  me  know. 

Steve 

Sent  from  my  iPhone 
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